BELL SYSTEM PRACTICES SECTION 074-140-101 
Plant Series Issue 3, August 1967 
AT&TCo Standard 


CODED TOOLS 
665A TO 671A 
DESCRIPTION 


TOOL, 665A A & M Only TOOL, 665B A&M Only 


P-IGAOI9 NUT 


P-IGAOIS STUD 


P-IGA0I2 STUD 
P—I6A019 NUT 


4 IN 


P-i6AI6G SCREW 


P-IGAIGI 
ADAPTER 


1-174 (NL 


P-i6Ai593 STUD 


Bridge 


Order this tool for replacement purposes only if 
the office is equipped with the 1012A tool kit. 
The 1012A tool kit is no longer available as a’ 
complete kit. 


For use with 666A, 667A, and 668A tools in re- 
placing core plates and coils of 286-type relays. 


P-I6A14¢} HOOK BOLT 


Bridge 


Order this tool for replacement purposes only if 
the office is equipped with the 1012A tool kit. 
The 1012A tool kit is no longer available as a 
complete kit. 


For use with 666A, 667A, and 668A tools in re- 
placing core plates and coils of 287- and 288- 
type relays. 
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SECTION 074-140-101 


TOOL, 666A 


Core plate replacer 


Order this tool for replacement purposes only if 
the office is equipped with the 1012A tool kit. 
The 1012A tool kit is no longer available as a 
complete kit. 


For use in replacing core plates of 286-, 287-, and 
288-type relays. 


TOOL, 666B 


2~13/16 ————— 


Core plate replacer 
Replaces the 716C tool. 
This tool forms a part of the 1014B tool kit. 


For use in replacing core plates of 286-, 287-, and 
288-type relays. 
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TOOL, 667A A & M Only 


APPROX, 311/16 IN. 


Coil Positioner 


Order this tool for replacement purposes only if 
the office is equipped with the 1012A tool kit. 
The 1012A tool kit is no longer available as a 
complete kit. 


For use in mounting coils of 286-, 287-, and 288- 
type relays. 


TOOL, 668A A & M Only 


ee 


are APPROX. 4 ia tatcl 


Coil remover 

Order this tool for replacement purposes only if 
the office is equipped with the 1012A tool kit. 
The 1012A tool kit is no longer available as a 
complete kit. 


For use in removing coils of 286-, 287-, and 288- 
type relays. 


TOOL, 669A A&M Only 


ree -5/B IN. ees 


Contact separator 


Order this tool for replacement purposes only if 
the office is equipped with the 1012A tool kit. 
The 1012A tool kit is no longer available as a 
complete kit. 


For use in replacing parts of 286-, 287-, and 288- 
type relays. 


TOOL, 670A 


-250 IM. 


+260 IN. 


Screwdriver 
Replaces the D-158524 double-end screwdriver. 


For use in replacing step-by-step bank insulators. 


SS 3, SECTION 074-140-101 


TOOL, 671A 


ie 


— ae 


Nerney Sime IN. REF 


Magnetic separator adjuster 


Replaces the D-167912 magnetic separator ad- 


juster. 


For use in applying magnetic separators to Y-type 


relays. 
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